11.List of Diagnostic Trouble Code (DTC) 


List of Diagnostic Trouble Code (DTC) 
VEHICLE DYNAMICS CONTROL (VDC) (DIAGNOSTICS) 






























































A: LIST 
DTC ee Display Content of diagnosis Reference target 
<Ref. to VDC(diag)-52, DTC C0021 FRONT 
C0024 A141 Front Right ABS Sensor | Front right ABS sensor | RIGHT ABS SENSOR OPEN CIRCUIT, Diagnos- 
Circuit Open open circuit tic Procedure with Diagnostic Trouble Code 
(DTC).> 
Front ABS wheel speed | <Ref: to VDC(diag)-59, DTC C0022 FRONT ABS 
424 Front Right ABS Sensor sensér RE siqnal sie WHEEL SPEED SENSOR BH SIGNAL MAL- 
Signal fanGOn g FUNCTION, Diagnostic Procedure with Diagnos- 
C0022 tic Trouble Code (DTC).> 
<Ref. to VDC(diag)-59, DTC C0022 FRONT 
4209 gs ee peed Ren adh right ABS sensor | FiGHT ABS SENSOR NOISE, Diagnostic Proce- 
Eee dure with Diagnostic Trouble Code (DTC).> 
<Ref. to VDC(diag)-52, DTC C0023 FRONT LEFT 
C0023 4231 ae aa Sener ia ee Sensor | ABS SENSOR OPEN CIRCUIT, Diagnostic Pro- 
: P cedure with Diagnostic Trouble Code (DTC).> 
Front ABS wheel speed | <Pef. to VDC(diag)-59, DTC C0024 FRONT ABS 
ADAI Front Left ABS Sensor soneor Leica sit WHEEL SPEED SENSOR LH SIGNAL MAL- 
Signal function 9 FUNCTION, Diagnostic Procedure with Diagnos- 
C0024 tic Trouble Code (DTC).> 
<Ref. to VDC(diag)-59, DTC C0024 FRONT LEFT 
4242 ee Speepioen- a left ABS sensor | ABS SENSOR NOISE, Diagnostic Procedure with 
Diagnostic Trouble Code (DTC).> 
<Ref. to VDC(diag)-52, DTC C0025 REAR RIGHT 
C0025 4251 oe Senger hae! ae sensor | ABS SENSOR OPEN CIRCUIT, Diagnostic Pro- 
P P cedure with Diagnostic Trouble Code (DTC).> 
Rear ABS wheel speed | <Pef. to VDC(diag)-59, DTC C0026 REAR ABS 
4261 Rear Right ABS Sensor Zarisae REL Siena es WHEEL SPEED SENSOR BH SIGNAL MAL- 
Signal functian g FUNCTION, Diagnostic Procedure with Diagnos- 
C0026 tic Trouble Code (DTC).> 
<Ref. to VDC(diag)-59, DTC C0026 REAR RIGHT 
4262 = ihe opesd oe Cars ABS sensor | aps SENSOR NOISE, Diagnostic Procedure with 
Diagnostic Trouble Code (DTC).> 
<Ref. to VDC(diag)-53, DTC C0027 REAR LEFT 
C0027 4271 Set Be ie PENRO! oe see sensor | aBS SENSOR OPEN CIRCUIT, Diagnostic Pro- 
Pee P cedure with Diagnostic Trouble Code (DTC).> 
Rear ABS wheel speed | <Pef. to VDC(diag)-60, DTC C0028 REAR ABS 
4281 Rear Left ABS Sensor eenkor LA sicnal oe WHEEL SPEED SENSOR LH SIGNAL MAL- 
Signal tinction g FUNCTION, Diagnostic Procedure with Diagnos- 
C0028 tic Trouble Code (DTC).> 
<Ref. to VDC(diag)-59, DTC C0028 REAR LEFT 
4282 - oo a oles ABS sensor | «Bs SENSOR NOISE, Diagnostic Procedure with 
Diagnostic Trouble Code (DTC).> 
Se eee <Ref. to VDC(diag)-65, DTC C0031 FRONT 
C0031 4311 FR Hold Valve malfunc- valve RE naituneionin INLET SOLENOID VALVE RH MALFUNCTION IN 
tion VDCCM&H/U VDCCM8&H/U, Diagnostic Procedure with Diag- 
nostic Trouble Code (DTC).> 
Bate ata <Ref. to VDC(diag)-65, DTC C0032 FRONT OUT- 
C0032 4321 FR Pressure Reducing valve ALL mmaituncionin LET SOLENOID VALVE RH MALFUNCTION IN 
Valve malfunction VDCCM&H/U VDCCM8&H/U, Diagnostic Procedure with Diag- 
nostic Trouble Code (DTC).> 
Bataan eee <Ref. to VDC(diag)-65, DTC C0033 FRONT 
C0033 4331 FL Hold Valve malfunc- welve LE maltaclioain INLET SOLENOID VALVE LH MALFUNCTION IN 
tion VDCCM&H/U VDCCM8&H/U, Diagnostic Procedure with Diag- 
nostic Trouble Code (DTC).> 
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DTC eae Display Content of diagnosis Reference target 
Front outletsolenoid <Ref. to VDC(diag)-65, DTC C0034 FRONT OUT- 
C0034 4341 FL Pressure Reducing calver LELeaalRGHeHOnay LET SOLENOID VALVE LH MALFUNCTION IN 
Valve malfunction VDCCM&H/U VDCCM&H/U, Diagnostic Procedure with Diag- 
nostic Trouble Code (DTC).> 
Beabniteeisnoid <Ref. to VDC(diag)-66, DTC C0035 REAR INLET 
RR Hold Valve malfunc- ~~. | SOLENOID VALVE RH MALFUNCTION IN 
C0035 4351 : valve RH malfunction in : ‘ : : 
tion VDCCM&H/U VDCCM&H/U, Diagnostic Procedure with Diag- 
nostic Trouble Code (DTC).> 
Bear auflskeelenoid <Ref. to VDC(diag)-66, DTC C0036 REAR OUT- 
C0036 4361 RR Pressure Reducing valve BHMaNaneiOniA LET SOLENOID VALVE RH MALFUNCTION IN 
Valve malfunction VDCCM&H/U VDCCM8&H/U, Diagnostic Procedure with Diag- 
nostic Trouble Code (DTC).> 
Bees islct Saibneld <Ref. to VDC(diag)-66, DTC C0037 REAR INLET 
RL Hold Valve malfunc- ~~. | SOLENOID VALVE LH MALFUNCTION IN 
C0037 4371 , valve LH malfunction in é : : : 
tion VDCCM&H/U VDCCM8&H/U, Diagnostic Procedure with Diag- 
nostic Trouble Code (DTC).> 
Beerhuetsatenoid <Ref. to VDC(diag)-66, DTC C0038 REAR OUT- 
C0038 4381 RL Pressure Reducing Gaius LE eaulanchionan LET SOLENOID VALVE LH MALFUNCTION IN 
Valve malfunction VDCCM&H/U VDCCM8&H/U, Diagnostic Procedure with Diag- 
nostic Trouble Code (DTC).> 
. Primary linear valve <Ref. to VDC(diag)-66, DTC C0061 VDC 
co061 4611 ee Switchover Valve | matfunction in SWITCHOVER VALVE (P), Diagnostic Procedure 
VDCCM&H/U with Diagnostic Trouble Code (DTC).> 
VDC Switchover Valve Secondary linear valve | <Ref. to VDC(diag)-66, DTC C0062 VDC 
C0062 4621 (S) malfunction in SWITCHOVER VALVE (S), Diagnostic Procedure 
VDCCM&H/U with Diagnostic Trouble Code (DTC).> 
aaa eMule eontine: <Ref. to VDC(diag)-67, DTC C0063 VDC 
C0063 4631 VDC Switchover Valve tion in VDCCM&H/U SWITCHOVER VALVE, Diagnostic Procedure 
with Diagnostic Trouble Code (DTC).> 
Malfunction in VDC <Ref. to VDC(diag)-72, DTC C0041 ECM INTER- 
C0041 4411 ECM Internal Problem conirolinoduile NAL PROBLEM, Diagnostic Procedure with Diag- 
nostic Trouble Code (DTC).> 
P Supply Volt 
Bap lhe fates wore Power voltage mattunc. | <Pef: to VDC(diag)-76, DTC C0042 POWER 
C0042 tion g VOLTAGE MALFUNCTION, Diagnostic Procedure 
4422 felg Supply Voltage with Diagnostic Trouble Code (DTC).> 
Ig 
__ | <Ref. to VDC(diag)-81, DTC C0047 IMPROPER 
C0047 C471 oe Dal Cominu: ee CAN commu- | Gant COMMUNICATION, Diagnostic Procedure 
Ge with Diagnostic Trouble Code (DTC).> 
Valve Relay Open Cir: <Ref. to VDC(diag)-82, DTC C0051 VALVE 
4511 uit vse Valve relay open circuit | RELAY OPEN CIRCUIT, Diagnostic Procedure 
C0051 with Diagnostic Trouble Code (DTC).> 
Valve Relay Short Cir- <Ref. to VDC(diag)-86, DTC C0051 VALVE 
4512 alve Nelay Snr U"| Valve relay short circuit | RELAY SHORT CIRCUIT, Diagnostic Procedure 








cuit 








with Diagnostic Trouble Code (DTC).> 
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DTC ae! Display Content of diagnosis Reference target 
sia <Ref. to VDC(diag)-89, DTC C0052 MOTOR AND 
4521 pel Belay Circa eae relay | MOTOR RELAY OPEN CIRCUIT, Diagnostic Pro- 
e P cedure with Diagnostic Trouble Code (DTC).> 
<Ref. to VDC(diag)-92, DTC C0052 MOTOR AND 
4522 pied Belay Spee e Dee relay | MOTOR RELAY SHORT CIRCUIT, Diagnostic 
Procedure with Diagnostic Trouble Code (DTC).> 
<Ref. to VDC(diag)-96, DTC C0052 MOTOR DO 
C0052 4523 Motor Do Not Work Motor do not work NOT WORK, Diagnostic Procedure with Diagnos- 
tic Trouble Code (DTC).> 
<Ref. to VDC(diag)-90, DTC C0052 MOTOR 
4524 Motor Malfunction Motor malfunction MALFUNCTION, Diagnostic Procedure with Diag- 
nostic Trouble Code (DTC).> 
: : <Ref. to VDC(diag)-93, DTC C0052 MOTOR FAIL 
4525 e baltonte Relay tee Be relay | SAFE RELAY SHORT CIRCUIT, Diagnostic Pro- 
cedure with Diagnostic Trouble Code (DTC).> 
: <Ref. to VDC(diag)-100, DTC C0054 BRAKE 
C0054 4541 a ow Open ate lamp switch open | | anip SWITCH OPEN CIRCUIT, Diagnostic Pro- 
cedure with Diagnostic Trouble Code (DTC).> 
<Ref. to VDC(diag)-104, DTC C0056 G SENSOR 
4561 G Sensor Signal Stick G sensor output freeze | OUTPUT FREEZE, Diagnostic Procedure with 
Diagnostic Trouble Code (DTC).> 
Gainasrcicnainigk: <Ref. to VDC(diag)-104, DTC C0056 G SENSOR 
4562 G Sensor Signal ington g SIGNAL MALFUNCTION, Diagnostic Procedure 
with Diagnostic Trouble Code (DTC).> 
Vaasa & GmSGhSOr <Ref. to VDC(diag)-105, DTC C0056 YAW RATE 
4563 Yaw Rate G Sensor ener SuBAN Wallaas G SENSOR POWER SUPPLY VOLTAGE MAL- 
Power Supply V . tan oe y g FUNCTION, Diagnostic Procedure with Diagnos- 
peer alata tic Trouble Code (DTC).> 
Grlenentaumatiaal <Ref. to VDC(diag)-108, DTC C0056 G SENSOR 
4564 G Sensor Output faction . OUTPUT MALFUNCTION, Diagnostic Procedure 
with Diagnostic Trouble Code (DTC).> 
G Sensor Communica- | G sensor communica- Siete yO iad) 1S ib he Cae) GeeNeo 
C565 tion GGr iaIRIRCRDA COMMUNICATION MALFUNCTION, Diagnostic 
Procedure with Diagnostic Trouble Code (DTC).> 
<Ref. to VDC(diag)-121, DTC C0056 G SENSOR 
4566 G Sensor Internal Prob- | G sensor internal mal- | INTERNAL PROBLEM MALFUNCTION, Diag- 
lem funtion nostic Procedure with Diagnostic Trouble Code 
(DTC).> 
ECM Communication <Ref. to VDC(diag)-109, DTC C0057 ECM COM- 
C571 Circuit . ECM communication MUNICATION, Diagnostic Procedure with Diag- 
ircu nostic Trouble Code (DTC).> 
TCM Communication <Ref. to VDC(diag)-109, DTC C0057 AT COM- 
C573 Circuit AT communication MUNICATION, Diagnostic Procedure with Diag- 
re Mee nostic Trouble Code (DTC).> 
Tan cesonevcionh <Ref. to VDC(diag)-110, DTC C0057 TRANSMIS- 
4574 Transmission System ilhike ¥ SION SYSTEM FAILURE, Diagnostic Procedure 
with Diagnostic Trouble Code (DTC).> 
VDC Control Interrup- <Ref. to VDC(diag)-110, DTC C0057 ENGINE 
4575 tion by Engine Condi- Engine system failure SYSTEM FAILURE, Diagnostic Procedure with 
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Diagnostic Trouble Code (DTC).> 
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DTC toe Display Content of diagnosis Reference target 
Stoop analeSanese <Ref. to VDC(diag)-111, DTC C0071 STEERING 
A714 Steering Angle Sensor ical sign aa ANGLE SENSOR INTERNAL PROBLEM MAL- 
Counter fuanea, oe FUNCTION, Diagnostic Procedure with Diagnos- 
ae tic Trouble Code (DTC).> 
C712 No signal from Steering Steering anale sensor | <Ref. to VDC(diag)-115, DTC C0071 STEERING 
Angle Sensor Ra iele ee ate ANGLE SENSOR COMMUNICATION MAL- 
4715 Steering Angle Sensor fUnGhiCA FUNCTION, Diagnostic Procedure with Diagnos- 
C0071 0 Point tic Trouble Code (DTC).> 
: ; . <Ref. to VDC(diag)-119, DTC C0071 STEERING 
4713 eeu Sensor signal ee sensor | ANGLE SENSOR SIGNAL FREEZE, Diagnostic 
ene g Procedure with Diagnostic Trouble Code (DTC).> 
SispHnaanGle Sensor <Ref. to VDC(diag)-119, DTC C0071 STEERING 
4714. | Steering Sensor Not Sean aa comple. | ANGLE SENSOR CALIBRATION NON COMPLE- 
Calibration tion P TION, Diagnostic Procedure with Diagnostic Trou- 
ble Code (DTC).> 
Ve atesse or eianal <Ref. to VDC(diag)-120, DTC C0072 YAW RATE 
4721 Yaw Rate Sensor Signal nmaifancian g SENSOR SIGNAL MALFUNCTION, Diagnostic 
Procedure with Diagnostic Trouble Code (DTC).> 
<Ref. to VDC(diag)-121, DTC C0072 YAW RATE 
4722 Yaw Rate Sensor Inter- | Yaw rate sensor internal | SENSOR INTERNAL PROBLEM MALFUNC- 
nal Problem problem malfunction TION, Diagnostic Procedure with Diagnostic Trou- 
ble Code (DTC).> 
C0072 <Ref. to VDC(diag)-122, DTC C0072 YAW RATE 
C723 Yaw Rate Sensor Com- | Yaw rate sensor com- SENSOR COMMUNICATION MALFUNCTION, 
munication munication malfunction | Diagnostic Procedure with Diagnostic Trouble 
Code (DTC).> 
<Ref. to VDC(diag)-119, DTC C0072 YAW RATE 
A724 Yaw Rate Sensor Oscil- | Yaw rate sensor oscilla- | SENSOR OSCILLATION MALFUNCTION, Diag- 
lation tion malfunction nostic Procedure with Diagnostic Trouble Code 
(DTC).> 
<Ref. to VDC(diag)-126, DTC C0074 PRESSURE 
4741 aa Sensor Open ya ner open SENSOR OPEN CIRCUIT, Diagnostic Procedure 
with Diagnostic Trouble Code (DTC).> 
: . <Ref. to VDC(diag)-125, DTC C0074 PRESSURE 
4742 Biss Sensor signal sige sensor signal | sENSOR SIGNAL FREEZE, Diagnostic Proce- 
dure with Diagnostic Trouble Code (DTC).> 
preceueSeneere <Ref. to VDC(diag)-130, DTC C0074 PRESSURE 
C0074 4743 Point Pressure sensor 0 point | SENSOR 0 POINT, Diagnostic Procedure with 
Diagnostic Trouble Code (DTC).> 
<Ref. to VDC(diag)-131, DTC C0074 PRESSURE 
4744 Pressure Sensor Noise | Pressure sensor noise | SENSOR NOISE, Diagnostic Procedure with 
Diagnostic Trouble Code (DTC).> 
<Ref. to VDC(diag)-125, DTC C0074 PRESSURE 
4745 Shoals Sensor Quiput ae Senseroutput SENSOR OUTPUT RISE, Diagnostic Procedure 














with Diagnostic Trouble Code (DTC).> 
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